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Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Captain Waldie J.W 
Chief Eng Officer Baker | 





Chief Officer Allison J.K 2nd Eng Officer Carr D 
1st Officer Raisbeck K 3rd Eng Officer McKellar W.W 
3rd Officer Kumar D 4th Eng Officer Smith J.M 
Deck Cadet King B.J 5th Eng Officer Findlay K.W 
Deck Cadet Jackson P.H.M Jnr Eng Officer Hayes S.G 
Radio Officer Goulbourne M.E Jnr Eng Officer McFadden J.P 
Purser Barraclough J.L Jnr Eng Officer Whittle A.J 
Electrical Officer Kelly R.W 
Carpenter Blease T.V 
Serang (Deck) SinghG 
Serang (Engine) Sen H 
Cook Myers D.E 
Storekeeper Hussain M.D 





Australian Bridge 
Oil/Bulk/Ore Carrier - 142,725 d.w.t. 


Captain Boyle P 
Chief Eng Officer Hansen F.G 





Chief Officer Marsh D.G 2nd Eng Officer Moorhouse F 
2nd Officer Baker A.R 3rd Eng Officer Radford S.J 
3rd Officer Mitchell D 4th Eng Officer Keenan K.M 
Deck Cadet Wheatley A 5th Eng Officer Kapur V 
Deck Cadet Jones S.K Jnr Eng Officer Meikle R.J 

Radio Officer Bunce M.O.B Jnr Eng Officer Taylor J.D 

Purser Ruddy F.J Electrical Officer Sutherland K 
Trainee Elect Officer Duncan P.W 
C.P.0 Hodges A.J 
Carpenter Pestell B 
Pumpman Puckett T.A 
Cook Powell M.J 
Storekeeper O'Connor J.B 


Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain Routledge J.D 
Chief Eng Officer Brown L.G 





Chief Officer Hardy P.S 2nd Eng Officer Penny D.N 
2nd Officer Townend R.| 3rd Eng Officer Hardy J 
3rd Officer Johnson L.H.M 4th Eng Officer Barklie M.M 
Deck Cadet Attard Montalto L.P Engineer Cadet Hulley P.G 
Deck Cadet Gray N Engineer Cadet Houston D.A 
Radio Officer Fuller R.B Electrical Officer Lovely J.W 
Purser Balmer T.H 
C.P.0 SOH.S 
Carpenter Yin C.C 
Cook TatW 


Leading Steward Ping Y.Y 


Canadian Bridge 
Bulk Carrier - 117,000 d.w.t. 


Captain Grey E.H 
Chief Eng Officer Milligan T.W 





Chief Officer Taylor R.| 2nd Eng Officer Suddick A.C 
2nd Officer Poynder A.J.L 3rd Eng Officer Mounsdon M.R 
3rd Officer Jeffrey R.C 4th Eng Officer Tetlow D.R 
Deck Cadet Browne D.G Jnr Eng Officer McCaw D.F 
Deck Cadet Burnett A.D Jnr Eng Officer McDonald B.J 
Radio Officer Glover G.F Jnr Eng Officer Eastwood S 
Purser Buckley W Electrical Officer Biggam M.J.E 


C.P.0 Morrison R 
Carpenter Nicholas D.F 
Cook SmithR 
Storekeeper Kirkland D.J 





Cheshire IV 
Geared bulk Carrier - 31,475 d.w.t. 


Captain Saunders P 
Chief Eng Officer Collins R.H 





Chief Officer Rutter M.R 2nd Eng Officer Bauchop L.D 
2nd Officer Kachno A 3rd Eng Officer Cummins J 
3rd Officer Howell W.R 4th Eng Officer Gardener N.P 
Deck Cadet Hargreaves W.J.M Electrical Officer Jones A.V 


Deck Cadet Winder L.G.C 
Radio Officer Wade C 
C.P.0 Chi Y.K 
Carpenter King K 
Cook PoC 
Leading Steward Kong Y.W 


Dart America 
Container - 28,488 d.w.t. 


Captain Woodfield J.R 
Chief Eng Officer Green H 





Chief Officer Thomas C.D 2nd Eng Officer Blaxland M 
2nd Officer Moore T.R 3rd Eng Officer Lambert P.W 
Ext 2nd Officer Farrar F.A.A 4th Eng Officer Willoughby B 
Radio Officer Fell A.E Ext 4th Eng Officer Altree N 
Purser Brain J.A 5th Eng Officer Pickup R.W 


Electrical Officer Rodgers D 
Bosun Dunford R 
Cook Stoddern A.B 
Storekeeper Wilson G 





Dart Atlantic 
Container - 28,488 d.w.t. 


Captain Butler M.J 
Chief Eng Officer Willoughby R.S 





Chief Officer Philip B.P 
2nd Officer Hogg R 
Ext 2nd Officer Laurence C.A 
Radio Officer Conn | 
Purser Willis F.J 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 


King J.L 
Robinson A.J 
O'Donnell T.P 
Austen S.J.S 
Sowerbutts M.T 


Electrical Officer Ritchie R.S 
Bosun Garland M.T 
Cook Miley P 


Storekeeper Hobdon M 





Derbyshire III 
General Cargo - 14,827 d.w.t. 


Captain Gowsell K 
Chief Eng Officer Pearson W.E 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Railton W.A 
Set A 
McCluskey D.W 
Welsh A.P 
Taylor D.A 
Hooper T.L 
Armishaw R.D 
Grey R.W 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Hughes (ch) P 
Barman G.R 
Saha A.K 
Nuruzzamam S.k 
Idris M 


Burden J.S 
Dixon W 
O'Brien T.H 
Cretney A 
Corcoran F.M 
Errington C 


Devonshire II 
Gas Carrier - 52,647 cubic metres 


Captain Donnellan M.T 
Chief Eng Officer Clark | 











Chief Officer Creamer D.J 2nd Eng Officer Byrne P 
2nd Officer Eglington C.W Ext 2nd Eng Officer Gray A.W 
3rd Officer Holcombe B Cargo Engineer Edgington J.S 
Deck Cadet McDowell P.R 3rd Eng Officer Unsworth E 
Deck Cadet Kitchen N.P 4th Eng Officer Cotton A 
Radio Officer Palethorpe J.G 5th Eng Officer Price P.G 
Purser Thompson P Ext 5th Eng Officer Morris K.W 
Jnr Eng Officer O'Connell D.M 
Senior Elect Officer Dunn R.B 
C.P.0 LordG 
Cook Traynor F 
Storekeeper Kelly A.E 
English Bridge 
Oil/Bulk/Ore Carrier - 166,410 d.w.t. 
Captain Davies W.A.D 
Chief Eng Officer MacDonald D.J 
Chief Officer Gibson S.H 2nd Eng Officer Green F.R 
2nd Officer McClure S.A 3rd Eng Officer Bell W.C 
Ext 2nd Officer Helsby P.N Ext 3rd Eng Officer Christie J 
Deck Cadet Greenall C.E 4th Eng Officer Nicolson S.A 
Deck Cadet Milligan J.M 5th Eng Officer Britton M.A 
Radio Officer Waller R.A Ext 5th Eng Officer Jenkins A 
Purser Mackenzie A Jnr Eng Officer Gaunt K.T 


C.P.O 
Carpenter 
Pumpman 

Cook 
Storekeeper 


Jnr Eng Officer 
Electrical Officer 
Coleman E.B 
O'Neill J.E.J 
Howard G 
Pinnington W 
Warling J.H 


Quayle G.T 
O'Connell T.J 


Hampshire 
Gas Carrier - 52,647 cubic metres 


Captain Stafford T.S 
Chief Eng Officer Hancock P.F 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Corcoran J.A 
Browning A.A 
Ashcroft M.E 
Molloy G.J 
Vickers L.D 
Faulkner B 
Stacey R.L 


2nd Eng Officer 
Cargo Engineer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 


Electrical Officer 
C.P.0 Campbell A 


Cook Jones W.H 
Storekeeper Bond R 





Herefordshire III 
General Cargo - 16,707 d.w.t. 


Whitaker J 
Powell R 

Bell E.A 
Robinson S.A 
Potter D.A 
Stanton T.H 
Sillars R.M 
Kennedy A 


Captain Moore A.R 
Chief Eng Officer McIntyre P.A 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 


Blacker K.G 
Tauro F.F 


McDowell D.C 


Yeatman C.J 
Gunn J.S 
Capper P.H 
Simpson G.J 


Carpenter 


2nd Eng Officer 


3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 


Taylor H.J 


Ratcliffe P.J 
Trigg A 

Good N.P.D 
Haggerston A 
Steel E.P 
Fairhurst F.W 
Dick P.J 


Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Roy S.R 
Sur B.N 
Palma F 
Rauf A 


Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Lightfoot A.F 
Chief Eng Officer Chalker P 











Chief Officer Williams J.H 2nd Eng Officer MacDonald J.A.M 
2nd Officer Bytheway P.S 3rd Eng Officer Douglas P.F 
Ext Chief Officer Marshall N.S 4th Eng Officer Pritchard S.L 
3rd Officer Maingi R.C 5th Eng Officer Wilkins A.D 
Deck Cadet Burslem D.L Engineer Cadet Kerbyson A.J 
Deck Cadet Slade C.J Engineer Cadet Morris T 
Deck Cadet Hodgson R Electrical Officer Short K 
Radio Officer Ormrod W.R 
Purser Whitefoot-Greenland T. 
Carpenter Tweedie J 
Serang (Deck) Roy S.B 
Serang (Engine) Samajpati A.K 
Cook Ladu S.K 
Storekeeper Hossain M 
Lincolnshire 
Gas Carrier - 31,296 cubic metres 
Captain Carlise H.E 
Chief Eng Officer Hesketh C.S 
Chief Officer Middleton R.C 2nd Eng Officer Hay W 
Ext Chief Officer Addinall J 3rd Eng Officer Van Bergen J.J 
3rd Officer Booth A.J 4th Eng Officer Williams R 
Deck Cadet Nield R.T Ext 4th Eng Officer Hotham K 
Deck Cadet Madell K.R 5th Eng Officer Watson L.A 
Radio Officer Breivik P.R Jnr Eng Officer Hudson C 
Purser Easton J.H Electrical Officer Shaw P.H 
C.P.0 Dick J.C 
Cook Rushton M.D 


Storekeeper Dodgson P 





Ocean Bridge 
Oil/Bulk/Ore Carrier - 113,536 d.w.t. 


Captain Jewell J.W 
Chief Eng Officer Godfrey A.P 





Chief Officer 

Chief Officer 

3rd Officer 

Deck Cadet 

Radio Officer 
‘rainee Radio Officer 
Purser 


Chief Officer 
1st Officer 
3rd Officer 

Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Earle G.J 2nd Eng Officer Lindsay W.P 
Morgan A.J.L 3rd Eng Officer Hutton R.A 
Bhandara J.B Ext 3rd Eng Officer Haden R.D 
Nixon G.S Jnr Eng Officer Irvine J 
Rigg M.A Jnr Eng Officer Stevenson S 
Valentine G.K Jnr Eng Officer Hughes J.H 
Kimberley D Jnr Eng Officer Austin A.C 
Electrical Officer Burgess G 
Carpenter Glynn K 
Serang (Deck) Dey S.R 
Serang (Engine) Biswas P.B 
Pumpman O'Hara J.E 
Cook Gomes L.D 
Storekeeper Mohamed N 
Oxfordshire 
Bulk/Car Carrier - 31,770 d.w.t. 
Captain Taylor J.R 
Chief Eng Officer Griggs M.R 
McKenna F.D 2nd Eng Officer Stephen-McRae M 
Bayliss F.A 3rd Eng Officer Selby C.G 
Clark C.N 4th Eng Officer Seel R.V 
Easton S.C Engineer Cadet Donaldson J.H 
Murtagh S.K Engineer Cadet Crow S 
Barling G Electrical Officer Parkin N.J 
Maskell T 


C.P.O 


Pak C.C 


Carpenter Yau C 
Cook Teng W 
Leading Steward Shing L.P 





Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain Miller K.D 
Chief Eng Officer Fawcus F 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Lowe J.H 
Kinkead P.W.A 
Bush P.N 
Kitchen S.J 
Hosick L.G 
Marsh C.H 
Melia A 
Maldonado A 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Engineer Cadet 
Electrical Officer 


Neary E.L.G 
Dey M.C 
Ghose N.R 
Gomes J 
Hossain T 


Turner W.G 
Walker F.M 
Inman J.R 
Nesbitt D 
Jensen M 
Evans S 





Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Winter M.J 
Chief Eng Officer Kelly P.A 





Chief Officer Pain M.J 
2nd Officer Anderson P 
3rd Officer Woodward S.R 
Radio Officer Clarke N.J 
Purser Gulliver S 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Ext 4th Eng Officer 
5th Eng Officer 


Mullaly A.E 
Firth M 
Whiteside P 
Surtees J.G 
Hulme K 


Electrical Officer McGarrigle K.J 
C.P.0 Hale D.J 
Cook Patterson F 


Storekeeper Buck F 





Worcestershire III 
General Cargo - 14,827 d.w.t. 


Captain Ashton A.F 
Chief Eng Officer Kirchin F.R 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Brown D.M 
Robinson M.G.E 
Best J.W.R 
Fraser G.J 
Holden G.R 
Aindow J.A 
Hay |.D 
Kays W.H 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 

Tregidgo A.J 

Meah O 

Mukherjee B.N 

Khan A.A 

Ibrahim M 





Hodgson W.A 
Currid J.P 
Burton G.A 
Williams G.J 
Lancaster P.J 
Charlton T 
Bradley A.R 
Lane T 


